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WtLLI^ MEADOWS 


3.77 (a) REPEAT 

SHELTERED HOUSING FACILITIES. 

- In the round pen housing 3 adult arid one 5 weeK old infant lemur the temperature in the indoor shelter was over S5 
F. The initial tamperatu re was F taken at 1:43 FM . At 3:59 Cha temperature waa rapprdad at 94F^ and at 5 PM 
the ismporature was 95.7 F. Two olhar sTistterod primate enclosures ware over 95 F at Initial tomparalure cTiect^. 
However., the lacility was able to cool these two 'within the required 4 hour time frame, 

Excessive heat in the enclosed shelter area can greatly imped tha oornfan end health of endosad animals. Primates 
in this situatjon are more likely to avo*d the shelter entirely, The faollty must ensure rt has the means and aibiiity to 
maintain shelter temperatures between 45 and SS F no matter the ambient temperature and weather ooncRions. 


3.12& (a) REPEAT 

FACILITIES, GENERAL 

- The black bear enclosure had an encessive amount rust on the north side tencing panels. The licensee had pamted 
alt of tha welds in these enclogures. however, the paneH are s1ill rusted- Flusted metal oanngt he propariy cleaned 
and sanlllzcd, and can polcnllally afloat lha structural htogrily o1 the ancli^suro. This poses a risk ot contamination to 
the enclosed animals, and possiWy allow an animal to escape the enclosure il the structural strength of the metal is 
excessively weakened. 

' The porcupine endosure has a hole that the animals have dug in lha center of the enclosure that Is appro.);imately 3 
feet wide and 3 to 4 feet deep. This hole hgg numerous boards and other debris laying in h . This entire area of the 
ertcirKurg posas a risk injury and entrapment lo the endcsed animals. Tha loose dehns rtiusl ba removad itvm 
this hole, and the hole itself properly filled wilh an appropriate substance 

- The hyena enclosure has a large hole in the wall of the lockout, with loose wires and sharp points prolruding into 
the enclosure. This is a risk of injury or entrapment to lha animal, and also makes the lockout area ineffective. 

The facilMy must be corrstrucled ol suoh materiel and cl such Sfrengijh es eppropriete 1or fhe animals involved. The 
indoor and outdoor housing facilities shall he structurally sound and shall be maintained In good repair to protect the 
animals from injury and to contain the animals. 
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3.127 (c) REPEAT 

FACILITIES. OUTDOOR, 

- Both (Jen boifes in the porcupine enclosure have pools of Huid and mud on the ground in From of the doms. The den 
bOKes are approKimately 2 tool X 3 Foot in eize, and itie Hoof oF itie rofth den boJi covered in water and mud- The 
porcupines must cross iftQ Flud pools In order to get into or out of tihe den boxes. They also have only ono dry den 
bo!f available. Improper drainage systems and standing water where the animals are contained may result in odors, 
spreading oF diseases, insect InFesiatian, decreased thermoregulatkvi, and rtlher beallti hazards. Alli pens housing 
animals must have an adequate drainage system lhat is able lo eliminate standing and excess water more rapidly lor 
the overall beaHh oF the animals, A suHable method shall be provided lo rapidly eliminale excess water. The meihod 
at drainage shall comply wtih applicable Federal. Slate, and local laws and regulations relaiirtg to pollulion conlrol or 
the protection of the environment. 

3.129 (a) 

FEEDIKG. 

- Ai the time of Ihe inspection there was a liger enclosure that had a piece d raw meat sitting on lop of Ihe top wine. 
Evidently. Ihe public i5 allowed to Feed tigers using a pole with raw meat attacFied tg the and. However, the CQOter 
containing the raw moat was left In Front of the llgor enclosure and a member o1 the pubirc must Fiave thrown Ihe meat 
on top of iFte tiger enclosure. The cooler of meat was lefl unattended over night without any cooling device present m 
keep the meat lirash. Park policy lor public leading is an aiiendant la present id esaisi the pubic. Meat leFt on Icp d 1 
tha lancing or shadaoul In Ihia sun In a cooler without a cooling device or ice wiH quickly turn ranod and become an 
attraolant For insects, pesis, ar>d wild animals. Food not consumed must he removed Irom primary enclosures as 
often es necessary Id prevent ooriiaminalicn of Ihe animals oonlainad Iherein and 1o minimize disease hazards arid Lo 
reduce odors. 

Cgrreot Frgm this point forward- 


Inspection and exit interview conducted by Debbie CunNngham (VIMO), Michael Tygart {VMO) art! ladlity 
representelives. 
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